ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT L-3 

DATE 02-04-15 

OFFICER 1 C. MOONEY # 124 
OFFICER 2 N/A 

SUPERVISO = J. SALAZAR 

R 


1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


1240/12 BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 STORE ). 
50 I SPOKE TO EMPLOYEE MARLENE. ALL CHECKED OK. 


1250/13 ASSIST F-B-2 AT TACO BELL REGARDING A 415 SUBJECT 
05 REFUSING TO LEAVE. 


1315/13. = ASSIST F-B-2 AT 1500 VINE STREET REGARDING A 415 
30 SUBJECT SLEEPING ON THE PROPERTY. 


1335/13. ARREST/REF. IN FRONT OF 5890 HOLLYWOOD BLVD. I 

55 OBSERVED THE SUBJECT ( HICKMAN, KASEL DOB 11-09- 
78 DRINKING BEER FROM A 24 OZ CAN OF “ COLT 45 
MALT LIQUOR”. THE CAN WAS HALF EMPTY AND COLD 
TO THE TOUCH. THE SUBJECT WAS VERY COOPERATIVE. I 
OFFERED THE SUBJECT INFORMATION ON OUT REACH 
PROGRAMS. HE WAS VERY RECEPTIVE. AR# 15—0090. 
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1350/14 
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1740/17 
55 


1925/19 
55 


ASSIST F-B-2 AT 5873 HOLLYWOOD BLVD. REGARDING A 
SLEEPER ON THE PUBLIC WALKWAY. 


BUSINESS CHECK AT 6051 HOLLYWOOD BLVD. ( THE 711 
STORE ). I SPOKE TO EMPLOYEE REANNA. ALL CHECKED 
OK. 


RADIO CALL AT THE INKA ALLEY REGARDING A GROUP 
OF SUBJECTS LOITERING ON THE PROPERTY. I SPOKE TO 
THREE SUBJECTS. THEY LEFT THE LOCATION WITHOUT 
INCIDENT. 


ASSIST F-B-2 AT 1770 HIGHLAND REGARDING SEVERAL 
SUBJECTS LOITERING ON THE PROPERTY. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 STORE). 
I SPOKE TO EMPLOYEE BRALLIO. ALL CHECKED OK. 


CODE-’7. 

RADIO CALL AT 6411 HOLLYWOOD BLVD. THE SUBJECTS 
LEFT THE LOCATION WITHOUT INCIDENT. 

RADIO CALL AT 6565 HOLLYWOOD BLVD. REGARDING A 
415 SUBJECT REFUSING TO LEAVE. I SPOKE TO THE R/P 
AND THE SUBJECT. HE LEFT WITHOUT INCIDENT. 

RADIO CALL AT TACO BELL REGARDING SEVERAL 
SUBJECTS REFUSING TO LEAVE. I SPOKE TO THE R/P AND 
FOUR SUBJECTS. THEY LEFT WITHOUT INCIDENT. 


OFFICE; UPDATED LOG AND REPORTS. 
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2030 END OF WATCH. ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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